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BASJC.WE I GHT_5P_ECJ F.l CALI ON 

l Oil ISVI LI E 

HAIUROflO LIGHTS KS REGULAR SP - SAUDI TAR/NICOTINE 
GRAND CODE-0660 (SAUI 


EFFECTIVE DATE; 
SAUDI ARABIA 


11/33/87 


APPLIES TO EXPORT FORMULAS: 


TonAr.no rod length 
tipping irucrii 
CIGARFTTF paper width 

CIRCUMfEREHOE 
CALCULATED VOLUME 
CALCULATED DENSITY 


34 #3 


86 


87 283 284 


_EHiSJ.CAL_MEASUREMLNTS 


57,0 
3i.nno 
27. 25 
24.80 
2,789.7697 
23.4433 


MM 

MM 

MM 

MM 

CUR 1C MM 
CGMS/CC 


PACK MOISTURE 


FILLER WEIGHT 

CALCULATED WEIGHT 
PAPER AND PASTE 
ROD WEIGHT 
TIPPING AHO ADHESIVE 
TOTAL LESS PLUG 


_BQ I SHIRE— 

12.50 

_rARCEI_WClDHI5... 


* w/w 


6540141 

GRAMS 

1,4419 

LBS. /1000 

0399589 

GRAMS 

6939730 

GRAMS 

0405981 

GRAMS 

7345711 

GRAMS 


L-. 




COMMENTS 


: TAR/NICOTIHf DELIVERY NOT TO FXCFFD 10.0/0,8 
T HO/CIOT., ISO. 


REASON f OR CHANGE 


I 24-HR PACK O.V. INCREASED FROM 12,00* TO 12,50*. 
: F II I FR/WFIGHTS CHANCFD. O.K. TO MIX, 
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PRfl’ARFO BY 
PREPARATION OATF 


j, n fii is 

I 1/16/87 
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